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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 074337 
ORIGIN COME-00 

INFO OCT-OI EUR-I2 10-14 ISO-00 EB-08 TRSE-00 LAB-04 
SIL-01 STR-07 AGRE-00 DODE-00 CEA-OI CIAE-00 
FRB-OI H-02 INR-IO INT-05 L-03 NSAE-00 PA-02 
CTME-00 AID-05 SS-I5 ITC-OI SP-02 SOE-02 OMB-01 
DOE-15 NSCE-00 SSO-00 USIE-00 INRE-00 AF-10 
ARA-14 EA-12 NEA-10 /158 R 

DRAFTED BY COM/BIEPR/OTP/TNAD/KKUWABARA 

APPROVED BY EB/OT/STA:T O'HERRON 

COM/BIEPR/OTP/TNAD/DSCHLECHTY 

STATE/OTP/JSPIRO 

TREASURY/EBARBER 

LABOR/RRENISON 

STR/MPOMERANZ 

OFEP/LHAUGH 

AGRICULTURE/JBENSON 

DOD/RBOOTON 

092307 222302Z/70 

O R 222222Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY DUBLIN IMMEDIATE 
INFO USMISSION GENEVA 

UNCLAS STATE 074337 

USMTN FOR MTN GENEVA 

E.O. 11652: N/A 
TAGS: ETRD, MTN 

SUBJECT: IDENTIFICATION OF PUBLIC PROCUREMENT ENTITIES OF 
CENTRAL GOVERNMENTS IN SELECTED DEVELOPED COUNTRIES 

1 . SUPPLEMENT TO STATE 66974 FOR IRELAND FOLLOWS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 074337 


2. MINISTRIES: HEALTH, SOCIAL WELFARE, DEFENSE, LOCAL 
GOVERNMENT, FINANCE AND THE PUBLIC SERVICE, AGRICULTURE 
AND FISHERIES, LABOR, LANDS, FOREIGN AFFAIRS, POSTS AND 
TELEGRAPHS, TRANSPORT AND POWER, INDUSTRY AND COMMERCE, 
EDUCATION, JUSTICE . 
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3. OTHER NATIONAL ENTITIES: CORAS lOMPAIR EIREANN (STATE 
CONCERN WHICH OPERATES RAIL SERVICE), AER LINGUS (IRISH 
NATIONAL AIRLINE), OFEICE OE PUBLIC WORKS, STATIONERY 
OEFICE, POST OFFICE STORES BRANCH, REGIONAL HEALTH BOARDS, 
RADIO TELEEIS EIREANN, NATIONAL UNIVERSITIES, AGRICULTURAL 
INSTITUTE, INSTITUTE FOR INDUSTRIAL RESEARCH AND STANDARDS, 
IRISH SUGAR COMPANY, BORD NA MONA, NITRIGIN EIREANN 
TEORANTA, ELECTRICITY SUPPLY BOARD, HARBOUR AUTHORITIES. 

4. GOI LISTS EOLLOWING IN OECD PUBLICATION, GOVERNMENT 
PURCHASING, AS MAIN IRISH PURCHASING AGENCIES: LOCAL 
AUTHORITIES COMBINED PURCHASING SECTION OE LOCAL 

GOVERNMENT DEPARTMENT; STORES BRANCH AND ENGINEERING 
BRANCH OE POST AND TELEGRAPHS DEPARTMENT; OFEICE OF PUBLIC 
WORKS; STATIONERY OFEICE, AND DEPARTMENT OE DEEENSE. 

5. FOREGOING IS BEST INFORMATION WE COULD DEVELOP WITHIN 
TIME CONSTRAINTS EOR GUIDANCE OE U.S. MTN NEGOTIATORS. 
EMBASSY REQUESTED TO FREELY AMEND AND ADD TO INEORMATION 
TO MAKE IT MORE USEFUL TO U.S. DELEGATION. WE WOULD 
WELCOME SUCH INEORMATION EMBASSY CAN PROVIDE ON CONTROL 
OR INFLUENCE GOI HAS OVER NATIONAL ENTITIES, ESPECIALLY 
THOSE IN "GREY" AREA THAT WE WANT TO SEE COVERED BY 

CODE. VANCE 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: GOVERNMENT PROCUREMENT, COMMODITIES, INFORMATION CONTROL 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 mar 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE074337 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIEPR/OTP/TNAD/KKUWABARA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 27-0063 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780335/aaaabdug.tel 

Line Count: 86 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 724e1fbf-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3234021 
Secure: OPEN 
Status: NATIVE 

Subject: IDENTIFICATION OF PUBLIC PROCUREMENT ENTITIES OF CENTRAL GOVERNMENTS IN SELECTED DEVELOPED COUNTRIES 
TAGS: ETRD, El, MTN 
To: DUBLIN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/724e1 fbf-c288-dd1 1 -92da-001 cc4696bcc 
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